a thousand feet from the face.  In any event, transportation
of the self-rescuing devices would be required twice on
every shift. I/.

Mine Superintendent Roeder, who has a B.S. in mining,
testified that damage to the self-contained self-rescue
device was more likely if it had to be removed from the
portabus and transported for a certain distance in 39" coal.
He testified that he would expect the men in an emergency
to come out the track entry since they knew it so well
and the track escapeway was clearly marked.  Also, there
is a telephone in that entry.  Mine safety inspector Crane
said the inspector made him put the storage area in the
No. 4 entry near the face and that miners sometimes at
quitting time forgot to go into that entry to pick them
up but headed straight for the portabus.

Mr. Hollen was a roof bolter operator.  He was
chairman of the United Mine Workers of America mine safety
and health committee and had been so for four years.  He
had 21 years experience in mines and approved the operator's
original storage area in the portabus for the self-contained
self-rescue devices.  The new location required for
termination of the Order No. 2255375 caused confusion, he
said.  In handling the device, if you bumped the red spot,
the device would come open and would be no good thereafter.
He also said that in the face area there was no safe place
to store them where a scoop or tractor might not run over
them.  He also said that as an escapeway, he would prefer
the track entry.  Another member of the United Mine Workers
of America was Mr. Davidson, a belt examiner.  He had 14
years experience in mining and was vice-president of the
local union and chairman of the mine committee.  He did
not agree with the MSHA order and thought that the less you
moved the self-contained self-rescue device the better.
Mr. Baker, another union member, was a motorman with 12
years experience in the mines.  He preferred the former
storage area in the portabus.  He said that miners were
concerned and confused by the storage area required by MSHA.
They want to do down to the dinner hole, which is in the
track entry, and escapeway but are afraid that in an
emergency they will forget to go to No. 4 entry to pick up
their self-contained self-rescue devices.  Mr. Jury, a
roof-bolter helper, has 12 years experience in the mines.
He is a member of the mine safety and health committee,
and he does not agree with MSHA's directions in this case.

T7The self-contained self-rescue device costs about $500
and if the operator had been willing to supply two self-
contained self-rescue devices for every miner, one device
could remain on the portabus, and one could remain in the
storage area so as to avoid transportation twice on each
shift.  MSHA has not suggested that the operator should be
required to buy two such devices for each miner.

2701employees to prevent violation of the standard in issue.
